“No Compromise Communications” 


SMART POWER CUBE AMPLIFIER 


e 500 W Output 

© Microprocessor Controlled 

e LED Fault Indicators 

Se! o. 2 Ae Mobile, Marine & Base Stations 
Aa lami e Compact & Rugged 

© 12 Volt DC 

GO MOBILE AT 500 WATTS 
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